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SOCIETY AFFAIRS 



CENTRAL STATES SECTION 



The annual meeting of the Central States Section was held in 
Columbus, Ohio, September 27 and 28, 1921. The sessions were 
held at the Engineer's Club at the Southern Hotel. The following 
papers were read: 

"Improvements and Extensions to the Water Supply for the City 
of Columbus, Ohio" (Informal), by Clarence Hoover. 

"Water Rates for Industrial Consumers," by E. E. Bankson. 

"Water Supply Legislation in Ohio," by W. H. Dittoe and F. H. 
Waring. 

"The Rating of Water Systems," by a representative of the 
National Board of Fire Underwriters. 

"Some Observations on the Control of the Operation of Rapid 
Sand Filter Plants," by J. W. Ellms. 

"The Manufacture of Cast Iron Pipe," by a representative of the 
American Cast Iron Pipe Company. 

The officers for the coming year are: Chairman, Charles A. Finley, 
Pittsburgh, Pa.; vice-chairman, Geo. C. Gensheimer, Erie, Pa.; 
treasurer, A. W. Inman, Massillon, Ohio; secretary, Edw. H.Collins, 
Detroit, Mich.; trustees, J. C. Beardsley, Cleveland, Ohio; T. A. 
Leisen, Detroit, Mich., and Philip Burgess, Columbus, Ohio. 

The next annual convention will be held in Pittsburgh, 
Pennsylvania. 

ADDITIONS TO THE MEMBERSHIP 

Active Members 

W. J. Alexander, City Manager, Gastonia, N. C. 

Harold Wallace Baker, C. E., Bureau of Municipal Research, 
Rochester, N. Y. 

William B. Bandy, C. E., 303 New Bern, Raleigh, N. C. 

Guy H. Bishop, C. E., Carolina Engineering Co., 412 Southern 
Bldg., Wilmington, N. C. 

Marvin M. Boyle, Superintendent Water Department, City Hall, 
Greensboro, N. C. 
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F. A. Bunks, Superintendent Water and light, 808 Pleasant St., 
St. Joseph, Mich. 

Joseph T. Cunningham, Assistant Superintendent Flatbush Water 
Works Company, 48 St. Pauls Place, Brooklyn, N. Y. 

P. D. Davis, Assistant Engineer Wm. M. Piatt, Durham, N. C. 

E. W. Ellis, C. E., Box 482, Honolulu, T. H. 

Silas S. Feeter, City Engineer and Superintendent Water Works, 
Little Falls, N. Y. 

E. L. Filby, C. E., Columbia, S. C. 

John A. Foulks, Chief Engineer, Division of Water, Newark, N. J. 

A. H. Fretter, Superintendent, Sewers and Water, Medina, 0. 

O. A. Gane, Secretary and Treasurer, Winter Haven Water, Ice 
& Light Company, Winter Haven, Fla. 

Ivan M. Glace, District Engineer, Pennsylvania Department of 
Health, 22 S. 22nd St., Harrisburgh, Pa. 

Arnold H. Goodman, Sanitary Engineer, Sanitary District of 
Chicago, Riverside, 111. 

Harry A. Helling, Superintendent Consolidated Water Co., North 
Tarrytown, N. Y. 

W. A. Hendry, Chief Engineer Water Works, 628 West 9th St., 
Waterloo, la. 

R. G. Henry, City Manager, Hickory, N. C. 

J. A. Heymann, Bacteriologist and Chemist, Municipal Water 
Works of Amsterdam, Vogelensang, Holland. 

Major Edward Holmes, Washington, D. C. 

Alexander C. Janzig, Water Bacteriologist and Chemist, Filtra- 
tion Plant, 904 Twentieth Avenue S. E., Minneapolis, Minn. 

Joel DeWitt Justin, Ludlow Engineers, Winston-Salem, N. C. 

William F. Kappler, Senior Engineer, Division of Water, Newark, 
N.J. 

Max Levine, Associate Professor of Bacteriology, Iowa State 
College, Ames, la. 

James W. McAmis, Superintendent Water Works, Greeneville, 
Term. 

W. P. Matthews, Chief Operating Engineer, Water Department, 
Raleigh, N. C. 

Charles F. Meyerhenis, Engineer, Albert F. Ganz Corporation, 
511 5th Ave., New York, N. Y. 

James R. Mitten, Chemist, Mesaki Iron Co., Babbitt, Minn. 
Floyd W. Mohlman, Chief Chemist, Sanitary District of Chicago, 
39th St. and Lake Michigan, Chicago, 111. 
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Kenneth L. Moyer, Superintendent Department Public Service, 
6th and Walnut Ave., Niagara Falls, N. Y. 

F. Mueller, Chemist, Metropolitan Water District, Florence Lab- 
oratory, Florence, Neb. 

Richard A. Myers, Municipal Engineer, Southeastern Under- 
writers Association, 3 W. 10th St., Charlotte, N. C. 

George H. Nebelung, Assistant Engineer, Scranton Gas and Water 
Co. 721 Prescott Ave., Scranton, Pa. 

William C. Olsen, Consulting Engineer, P. O. Box 525, Kinston, 
N. C. 

Charles Dearne Pearson, Deputy Engineer and Manager Water 
Works, Kiangse Road, Shanghai, China. 

G. E. Phyne, Superintendent, Water Works, Gastonia, N. C. 
Frank Raab, Chemist and Bacteriologist, Filtration Plant, 3940 

Harriet Ave., Minneapolis, Minn. 

Linus G. Read, Consulting Engineer, National Water Main Clean- 
ing Co., 2147 North Ave., Bridgeport, Conn. 

D. W. Scovell, Superintendent Light and Water Works, Johns- 
town, Ohio. 

Roland G. Shell, Water Works Operator, R. F. D. 4, Box 5, Alex- 
andria, Va. 

Addison L. Underwood, Superintendent Water Department, 
148 N. Pickering Ave., Whittier, Cal. 

W. W. Watkins, Superintendent Water Works, Greensboro, N. C. 

George L. Watson, Consulting Engineer, 16 East 41st St., New 
York, N. Y. 

John J. Wells, C. E., Rocky Mount, N. C. 

A. H. Wieters, State Sanitary Engineer, Waubay, S. D. 

Corporate Members 

Kingsport Utilities, Inc., Kingsport, Tenn. 
Leesbury Municipal Plant, Leesbury, Fla. 
New Jersey Department Conservation and Development, H. T. 
Critchlow, H. E., State House, Trenton, N. J. 

Associate Members 

James Jones Co., W. B. Jones, Secretary, 201 Leroy St., Los 
Angeles, Cal. 
National Iron Corporation, Ltd., Cherry St., Toronto, Ont. 
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ILLINOIS SECTION 

The meeting of the Illinois Section will be held on March 29 and 
30, 1922. 

DEATHS 

C. T. Shepard, Superintendent, Department Public Service, 
Niagara Falls, N. Y.; elected member October 7, 1919; died Septem- 
ber 8, 1921. 

William Scott, Assistant Superintendent, Filtration Plant, 
Toronto, Ontario; elected member January 21, 1921; died Decem- 
ber 25, 1921. 



